223
8503260450 Forwards Insp Repts 50-454/84-71,50-455/84-49,50-456/84-43 & 50-457/ 84-39 on 840924-850204 & notice of violation.Design practices in need of improvement noted.
STREETER.J.F. Region 3, Office of Director. 85/03/14.  REED.C. Commonwealth Edison Co. 2pp. 29505:063-29505:205.
-8503260452 Notice of violation from insp on 840924-850204. STREETERJ.F. Region 3, Office of Director. 85/03/15. 2pp. 29505:065-29505:066.
-8503260457 Insp Repts 50-454/84-71,50-455/85-49,50-456/84-43 & 50-457/84-39 on 840924-850204.Noncornpliance noted:failure to maintain retrievable design basis documents & failure to specify appropriate code provisions.
MUFFETTJ.W., WARD.K.B., JACOBSON.J.M. Region 3, Office of Director. 85/03/14. 139pp. 29505:067-29505:205.
8503190319 Informs of results of preliminary preservice insp exams of steam generators & pressurizer.Number of flaw indications reported which would be rejectable according to ASME Code Section XI criteria.
TRAMM.T.R. Commonwealth Edison Co. 85/03/15. DENTON.H.R. Division of Licensing. 4pp. 29403:239-29403:242.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
S. Reportable occurrences, LERs & related correspondence
8503040480 Forwards Part 21 rept re energy absorbing pipe restraints w/ dynamic crush strength valves below accessible levefe.Rept withheld (ref 10CFR2.790). GRAPER.H. Hexcel Corp. 85/02/12. MARTIN J.B. Region 5, Office of Director. 2pp. 29179:178-29179:179.
8503260233 Final Deficiency Repts 84-07 & 84-19 re crush strength of energy absorbing matl supplied by Hexcel & used in pipe whip restraints.Matl used in Westinghouse restraints within procurement spec requirements.
SMITH D.H. Commonwealth Edison Co. 85/03/11. KEPPLER.J.G. Region 3, Office of Director. 2pp. 29517:263-29517:264.
DOCKET STN-50-456 BRAIDWOOD STATION, UNIT ^
A. Application/construction stage documents & correspondence
8503010029 Forwards addl info justifying .interim operation of Byron units re potential environ effects of high energy steam line break outside containment.Revs to Pages 4 & 5 of 850108 (trend.
TRAMM.T.R. Commonwealth Edison Co. 85/02/08. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 7pp. 29163:132-29163:138.
8503010390 Forwards responses to FSAR Questions 423.44-423.48 re initial test program.Testing program will proceed.providing responses acceptable. TRAMM.T.R. Commonwealth Edison Co. 85/02/11. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 9pp. 29161:234-29161:242.
8503180401 Informs that complete documentation of review of AWS D1.1 welding practices for contractors unavailable.Status of commitment to provide documentation under review & complete documentation to be provided by 850319. FARRAR.D.L Commonwealth Edison Co. 85/02/20. KEPPLER.J.G. Region 3, Office of Director. 1p. 29385:299-29385:299.
8503060833 Requests that listed info be provided to BNL to assist in review of 840502 proposed Tech Spec rev.increasing out-of-svc times for certain sys including fault tree & event tree computer data.
YOUNGBLOOD.BJ. Licensing Branch 1. 85/02/26. FARRAR.D.L Commonwealth Edison Co. 4pp. 29246:192-29246:195.
8503080131 Responds to NRC 841211 request for info to complete determination of effect plant operation & rnaint activities may have on archeological site designated 11Ka179.State of IL historic preservation officer analysis encl. SMITH.D.H. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 29275:075-29275:079.
-8501100213 Requests info required to complete determination of effect of operation & maint activities on Archeological Site 11Ka179.
YOUNGBLOOD.B.J. Licensing Branch 1. 84/12/11. FARRAR.D.L Commonwealth Edison Co. 5pp. 29275:080-29275:084.
8503080193 Forwards updated schedule of equipment qualification test programs for each station.
ALEXANDER.G. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 10pp. 29275:015-29275:024.
8503190498 Notification of 850327 meeting w/util,Westinghouse & BNL in Bethesda.MD to discuss limiting condition for operation relaxation program. OLSHAN.L.N., STEVENSJ.A. Licensing Branch 1. 85/03/06. YOUNGBLOOD.B.J. Licensing Branch 1. 5pp. 29441:122-29441:126.
8503120475 Confirms 850314 meeting w/util & Independent Expert Overview Group at Mazon   emergency   offsite   facility   to   discuss   status   of   const   assessment program.previous activities & problems encountered,per 850306 discussion. NORELIUS.C.E. Region 3, Office of Director. 85/03/07. REED.C. Commonwealth Edison Co. 2pp. 29313:094-29313:095.
8503130191 Discusses four fee bills for OL reviews dtd 850211 & 14. Payment of Fee Bills D0186,00187.D0139 & D0140 w/o further documentation & analysis declined.Fee bills in excess of 1978 regulation ceilings erroneously applied retroactively.
DELGEORGE.L.O. Commonwealth Edison Co. 85/03/08. MILLER.W.G. License Fee Management Branch. 4pp. 29330:338-29330:341.
8503190228 Provides advance copies of revised pages for FSAR, incorporating results of revised reactor transient analyses. Reanalysis demonstrates that min DNBR will remain above 1.3, considering as-built reactor coolant pump performance. TRAMM.T.R. Commonwealth Edison Co. 85/03/08. DENT ON.H.R. Office of Nuclear Reactor Regulation, Director. 10pp, 29405:054-29405:063.
8503250033 Notification of 850410 meeticig w/util in Bethesda.MD to discuss design verification activities.
STEVENS.JA, OLSHAN.LN. Licensing Branch 1. 85/03/11. YOUNGBLOOD.BJ. Licensing Branch 1. 4pp. 29498:019-29498:022.
8503210032 Forwards request for addl info re responses to Generic Ltr 83-28,Items 2.1,2.2.2,4.5.2 & 4.5.3.Info for Items 2.1 & 2.2.2 requested within 60 days to preserve present review schedule.
YOUNGBLOOD.BJ. Licensing Branch 1. 85/03/12. FARRAR.D.L. Commonwealth Edison Co. 4pp. 29480:091 -29480:094.
8503210026 Forwards SER addressing 850215 response to Generic Ltr 83-28,ltem 4.3 re automatic shunt trip for reactor trip breakers.Design mods acceptable provided that listed conditions met.
YOUNGBLOOD.BJ. Licensing Branch 1. 85/03/13. FARRAR.D.L Commonwealth Edison Co. 3pp. 29480:095-29480:097.
-8503210029 SER supporting util 850215 response to Generic Ltr 83-28, Item 4.3 re reactor trip breaker automatic shunt trip. Proposed design acceptable except as noted.
*  NRC - No Detailed Affiliation Given. 85/03/13. 11pp. 29480:098-29480:108.
E,  NRC Safety Evaluation Report (SER), suppls & correspondence
8503080420 Forwards Rev 0 to emergency plan annex.partially closing SER Outstanding Item e.Annex includes emergency action levels & evacuation time estimates not included in draft annex.
SMITH.D.H. Commonwealth Edison Co. 85/01/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29275:185-29275:264.
8503010384 Responds to NRC request re implementation of instrumentation for detection of inadequate core cooling (ICC) per SSER 5, Section 4.4.ICC sys performs in accordance w/design expectations.
TRAMM.T.R. Commonwealth Edison Co. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29161:232-29161:233.
F.  Security, medical, emergency & fire protection pians
8503250218 Corrected Page 9 to Rev 3 to Emergency Planning Procedure TSN-EOF-1, "Initial Activation of Recovery Staff."
*  Commonwealth Edison Co. 84/06/30. 2pp. 29492:103-29492:104.
8503080420 Forwards Rev 0 to emergency plan annex.partially closing SER Outstanding Item e.Annex includes emergency action levels & evacuation time estimates not included in draft annex.
SMITH.D.H. Commonwealth Edison Co. 85/01/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29275:185-29275:264.
-8503080421 Rev 0 to emergency plan annex.
*  Commonwealth Edison Co. 84/10/31. 70pp. 29275:186-29275:264.
8503130492 Forwards Meeting Repts 50-237/85-02,50-249/85-02, 50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07, 50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen Ellyn.lL. PAPERIELLO.CJ. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505  Meeting   Repts  50-237/85-02,50-249/85-02,50-254/85-03,  50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Major areas discussed:emergency preparedness. PLOSKI.TJ. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8503010384 Responds to NRC request re implementation of instrumentation for detection of inadequate core cooling (ICC) per SSER 5, Section 4.4.ICC sys performs in accordance w/design expectations.
TRAMM.T.R. Commonwealth Edison Co. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29161:232-29161:233.
8503040430 Forwards Rev 19 to Braidwood & Rev 13 to Byron security plans.Revs address sygnetron sys.Revs withheld (ref 10CFR73.21).
FARRAR.D.L. Commonwealth Edison Co. 85/02/25. Office of Nuclear Reactor Regulation. Director. 1p. 29180:345-29180:345.
8503050286 Rev 1 to Emergency Plan Implementing Procedure BZP 100-T7, "Security Director (Checklist of Initial Generating Station Emergency Plan Responsibilities)."
*  Commonwealth Edison Co. 85/02/25. 3pp. 29215:086-29215:088.
8503060494 Forwards Amend 6 to fire protection rept.Amend updates rept to include info provided under separate cover & incorporates other changes which do not represent decrease in level of fire protection.
TRAMM.T.R. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 51pp. 29253:051-29254:289.
-8503060523 Amend 6 to fire protection rept.
*  Commonwealth Edison Co. 85/01/31. 538pp. 29253:112-29254:289.
8503190085 Forwards emergency plan re N Farms Contention 3 & Rorem Contention 1,per ALAB-143.Related correspondence.
GALLO.J. Isham. Lincoln & Beale. #185 091. 85/03/13. BRENNER.L, COLE.R.F,,   CALLIHAN.A.D.   Atomic  Safety  and   Licensing   Board   Panel.   81pp. 29403:037-29403:117.
8503190234 Forwards Rev 4 to util "Generating Station Emergency Plan." Related correspondence.
GALLOJ. Isham, Lincoln & Beale. GALLO.J. Commonwealth Edison Co. #185 118. 85/03/15. BRENNER.L., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board Panel. 199pp. 29406:104-29406:302.
8503200345 Forwards list of differences between annex to emergency plan.submitted on 850121 & Rev 1 to annex.lnconsistencies will be addressed upon issuance of Rev 1 inOct 1985.
SMITH.D.H. Commonwealth Edison Co. 85/03/15. DENTON.H.R, Office of Nuclear Reactor Regulation, Director. 9pp. 29428:203-29428:211. slow opening time.
